ST  JOSEPHS  ROMAN  CATHOLIC  CATHEDRAL 
Hartford,  Conn. 

Located  on  Farmington  Ave.,  this  immense 
structure  replaces  an  older  one  destroyed  by 
fire,  it  contains  many  lovely  colored  glass  win- 
dows, with  stories,  inside.  Opened  May  23,  1962. 
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